weg 


8x4 84S 


12 FT. 6 IN. LONG 
11 FT. 9 IN. WIDE 
9 FT. 7 IN. HIGH 


48 FOOT SINGLE DROP DECK 


10,000# OR 15,000# FORKLIFT WITH 9 OR 10 FOOT REACH FROM FLOOR 


FORK EXTENSIONS 8 OR 10 FOOT LONG 


NYLON STRAPS 3 OR 4 FOOT LONG 


03888 
A MODEL XXXX 
B STROKE XXXX 
C SHEETLINE XXXX 
REVISION 


MAAC MACHINERY CO. 


INC. 


THIS DRAWING AND THE INFORMATION 
CONTAINED HEREIN, IS CONFIDENTIAL 
AND PROPRIETARY TO MAAC MACHINERY 

CO.. INC. THIS DRAWING MAY NOT SE 
REPROOUCED IN WHOLE Of IN PART. USED 
OR PUBLISHED WITHOLT THE PRIOR WRITTEN 
CONSENT OF MAAG MACHINERY CO., INC. 


590 TOWER BLVD. CAROL STREAM, ILLINOIS 60188 
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